Cumulative Index 1977-1979 


Page numbers of symposium and article titles are given in boldface type. 


Asusg, child, recognition by dentist, 
1977:Jan., 113-122 
Abutments, anterior and posterior, 
1977:Oct., 705-707 
crowned, 1979: Jan., 39 
multiple, 1979:Jan., 31 
preparation of design for, 1979:Jan., 
25-29 
sealing, 1977; Oct., 701-702 
Accidents, in dental office, reduction of, 
1978:July, 389-402 
procedural, in endodontics, repair of, 
1979:Oct., 593-616 
Acetaminophen, for dental pain, 
1978:Jan., 118-121 
in endodontic analgesia, 1979:Oct., 546 
Acetylcholine, role in transmission of 
pain, 1978:Jan., 57 
Acrondynia, 1978:July, 480 
Acrylic resin, allergy to, 1977:Apr., 333 
in removable partial prosthodonitics, 
1979:Jan., 55 
proper processing of, 1977:Apr., 
329-338 
vs. other denture base plastics, 
1977:Apr., 334-335 
Acupuncture, in pain control, 1978:Jan., 
29 
Adhesives, denture, 1977:Apr., 363-364 
Adolescents, dental bill of rights for, 
1977:July, 618-619 
Aerosols, bacterial, in dental office, 
1978:July, 456-463 
Age, determination of, craniofacial 
features in, 1977:Jan., 85-97 
effect on shape of artificial teeth, 
197720. S12 
estimations of, forensic dentistry and, 


1977:Jan., 167-174 


Age (Continued ) 
relationship to pain tolerance, 
1977:July, 584-585 
skeletal, assessment of, hand-wrist 
standards in, 1977:Jan., 159-166 


Aged. See Geriatric patients. 
Aging, oral manifestations of, 1977:Apr., 


107-411 
psychological and psychiatric aspects of, 
1977:Apr., 405-406 


Air pollution, in dental office, 1978:July, 


453-476 


Alginate impressions, 1979:Jan., 11-12 
Allergy, denture base resin, 1977:Apr., 


162 


Alloys, ceramo-metal, fluidity of, 


1977:Oct., 722-723 
laboratory variables affecting, 
1977:Oct., 717-728 
metal, for ceramic substructure, ideal 
properties of, 1977:Oct., 669-677 
nickel-chromium, in ceramo-metal 
restorations, 1977:Oct., 769-785 


Aluminous porcelains, 1977:Oct., 664 
Alveolar osteitis, following surgery for 


impacted teeth, 1979:July, 456-458 


Alveoloplasty, preprosthetic, 1977:Apr., 
I y, pre} | 


999-939 


Amalgam, preparation of, mercury 


hygiene and, 1978:July, 482 


Analgesia, audio, 1978:Jan., 28-29, 


104-105 

biochemical basis of, 1978:Jan., 
31-46 

for severe pain, relative potency of, 
1978:Jan., 136 

in control of dental pain, 1977:July, 
590-592 


in endodontics, 1979:Oct., 543-553 
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Analgesia (Continued ) 
mixtures, for pain of dental origin, 
1978:Jan., 123 
narcotic, drug interactions involving, 
1978:Jan., 164-171 
and narcotic-antagonist, 1978: Jan., 
125-141 
non-narcotic, 1978:Jan., 115-124 
drug interactions of, 1978:Jan., 
161-164 
Analog, occlusal articulation and, 
1979:Apr., 213-229 
TMJ stereographic, in recording 
mandibular movement, 1979:Apr., 
271-287 
Anatomy, oral, 1977:Apr., 199-217 
Anesthesia, emergency complications of, 
1979:July, 468-469 
in removal of impacted teeth, 
1979:July, 461-469 
in surgical endodontic procedures, 
1979:Oct., 638-639 
local, diagnostic use in head and face 
pain, 1978:Jan., 96-97 
in children, 1977:July, 615-617 
and general, 1978:Jan., 15°-168 
monitoring of, in dentist’s office, 
1979:July, 466 
office procedures for, 1979:July, 
465-469 
risks of, in endodontic patient, 
1979:Oct., 497-498 
selected pain states and, 1978:Jan., 
89-99 
Angina pectoris, dental pain and, 
1978:Jan., 82-83 
Aniline derivatives, for pain of dental 
origin, 1978:Jan., 118-121 
Antemortem records, in dental 
identification, 1977:Jan., 47-67 
Antianxiety drugs, 1978:Jan., 144, 
165-166 
Antibiotics. See also under specific agents 
in endodontic therapy, 1979:Oct., 
737-746 
Antiemetics, for control of nausea with 
dental pain, 1979:Oct., 55: 
Anti-inflammatory agents, 1978:Jan., 
49-50 
Anxiety, control of, in dental patient, 
1976:Jan., 23-25; 1977:July, 573-574 
dental treatment and, 1978:Jan., 108 
in pain tolerance and production, 
1978:Jan., 143-149 
oral premedication in, 1978:Apr., 
253-256 
relationship to pain tolerance, 
1977:July, 582 
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Appliances, acrylic, 1978:Oct., 595-596 
active removable, 1978:Oct., 621-633 
for correction of crossbite, 1978:Oct., 

651-656, 661-667 
intra-alveolar, 1978:Oct., 596-600 
monoblock, 1978:Oct., 739-755 
orthodontic, selection of, 1978:Oct., 
585-600 
to prevent finger-sucking, 1978:Oct., 
612-614 

Appointment control, 1978:Apr., 246, 
307-312 

Arch, mandibular, length, inadequacy of, 
1978:Oct., 717-723 

Arch wires, lingual, mandibular, 

1978:Oct., 592-593 
palatal, 1978:Oct., 593-594 

Arcon articulator, 1979:Apr., 238 

Arteritis, temporal, 1978:Jan., 92 

Articulation, occlusal, symposium on, 

1979:Apr., 155-326 
principles of, 1979:Apr., 199-211 
Articulators. See also Articulation, and 
under specific instruments. 
analysis of, 1979:Apr., 305-326 
as dental instruments, 1979:Apr., 
213-229 
classification of, 1979:Apr., 309-325 
semiadjustable, 1979: Apr., 289-303 
Asepsis, in dental unit water system, 
1979:Oct., 725-726 
sterilization and, in office endodontics, 
1979:Oct., 717-735 
Aspirin, for pain of dental origin, 
1978:Jan., 115-118 
in endodontic analgesia, 1979:Oct., 546 
potential interactions involving, 
1978:Jan., 161-164 
Autopsy, medicolegal, role of dentist, 
1977:Jan., 33-45 
oral, protocol for, 1977:Jan., 177-179 
Auxiliary, dental, efficient use of, 
1978:Apr., 308 
role in recall visits, 1978:Apr., 
303-305 

Axonotmesis, following removal of 
impacted wisdom teeth, 1979:July, 
474A75, 481 


BACTERIA, in dental office, control of, 
1978:July, 453-476 

Band-loop, 1978:Oct., 588-591 

Barbiturates, for anxiety, 1978:Jan., 
147-148 

Battered child syndrome, dentist’s 
responsibility in recognition of, 


1977:Jan., 113-122 
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Behavior, patient, assessment of, 
1977:July, 515-530 
effect on treatment planning, 
1977:July, 531-538 
“sick role,” in hospitalized patients, 
1977:July, 649-651 
Behavioral considerations, denture 
insertion and, 1977:Apr., 339-341 
in treatment of children and 
adolescents, 1977:July, 605-620 
practical, symposium on, 1977:July, 
469-655 
Bennett movement, articulation and, 
1979: Apr., 204-205, 219-220 
Biocompatibility of dental materials, new 
FDA and ADA regulations concerning, 
1977:Apr., 463-464 
Birthyear register, in collection of patient 
data, 1977:July, 493 
Bite, open, anterior, finger sucking and, 
1978:Oct., 604-606 
Bite mark evidence, 1977:Jan., 145-158 
Bleeding. See Hemorrhage. 
Bleeding disorders, treatment of patients 
with, 1978:July, 412 
Blood, ABO typing of, in medicolegal 
cases, 1977:Jan., 103-105 
Blood group determinations, in forensic 
dentistry, 1977:Jan., 99-111 
Bond, porcelain and metal, 1977:Oct., 
737-740 
effect of degassing on, 1977:Oct., 
737-739 
potential, of ceramic substructure, 
1977:Oct., 670 
Bonding, direct, in minor tooth 
movement, 1978:Oct., 757-770 
Bone, recontouring of, in removal of 
impacted third molar, 1979:July, 
437-438 
removal of, in removal of impacted 
third molar, 1979:July, 416-418, 
429-430 
Bradykinin, role in pain, 1978:Jan., 43-44 
Bridge. See also Dentures, partial, fixed and 
Crown and bridge. 
design of, 1977:Oct., 734-735 
fixed, in ceramo-metal restorations, 
1977:Oct., 706-707 
trestle design for, 1977:Oct., 735 
Bupivacaine hydrochloride, in 
postsurgical pain relief, 1979:July, 454 
Burs, carbide, injuries with, 1978:July, 
506 


Catcium hydroxide, in endodontic 
therapy, indications and 
contraindications, 1979:Oct., 691-703 
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Cancer, oral, teaching self-examination 
for, 1978:July, 405-406 
Canine tooth, impacted, 1979:July, 
439-450 
surgical repositioning of, 1979:July, 
378, 447-448 
“Canting,” in crown preparation, 
1977:Oct., 731-734 
Carcinoma, during marsupialization of 
cyst, 1979:July, 424 
Cardiac pacemakers, dental interference 
with, 1978:July, 399-401 
Cardiovascular disease. See Heart disease. 
Case presentation, effective, 1977:July, 
539-548 
Cast relators. See Articulators. 
Castability, of ceramic substructure, 
1977:Oct., 670 
Casting temperature, ceramo-metal alloy, 
1977:Oct., 718-719 
Cellulitis, control of pain in, 1979:Oct., 
548-551 
endodontic treatment for, 1979:Oct. 
516 
Cement(s). See under specific materials, 
e.g., Polycarboxylate. 
Cementum, anatomy of, 1978:Jan., 5-6 
Centric occlusion, 1979:Apr., 165-167 
Centric relation, occluso-muscle harmony 
and, 1979:Apr., 169-180 
recording, 1977:Apr., 278-280 
recording and duplication of, in 
geriatric patients, 1977:Apr., 417-418 
strain upon mandibular 
neuromusculature and, 1979:Apr., 
161-165 
Cephalometry, in prediction of impacted 
third molars, 1979:July, 407-408 
Cephalosporins, in endodontic therapy, 
1979:Oct., 743 
Ceramics, art of sculpturing, 1977:Oct., 
751-768 
symposium on, 1977:Qct., 659-829 
Ceramic substructure, metallurgical 
properties and structural design of, 
1977:Oct., 670-675 
Ceramo-metal alloys, laboratory variables 
affecting, 1977:Oct., 717-728 
Ceramo-metal restoration, collarless, 
1977:Oct., 787-801 
color control in, 1977:Oct., 818-821 
current procedures in, analysis by 
dentist and dental technologist, 
1977:Oct., 727-749 
design of multi-unit, 1977:Oct., 
705-715 
design of single unit, 1977:Oct., 
701-705 
emergence profile in, 1977:Oct., 744, 
827-828 
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Ceramo-metal restoration (Continued ) 
esthetic principles for, 1977:Oct., 
803-822 
finishing, 1977:Oct., 827-828 
framework design in, 1977:Oct., 
699-716 
illusion of separation in, 1977:Oct., 817 
marginal aspect of, 1977:Oct., 787-801 
nickel-chromium superalloys in, 
1977:Oct., 769-785 
prevention of failures, in integrating 
fixed and removable dentures, 
1979:Jan., 37-63 
state of the science, 1977:Oct., 669-682 
tooth preparation for, 1977:Oct., 
683-698 
Chart, dental, antemortem and 
postmortem, comparison of, 1977:Jan., 
59-62 
in identification, 1977:Jan., 49-56 
in oral examination, 1978:Apr., 
214-217 
Chair, dental, selection of, 1978:July, 
338-339 
Children, battered, recognition by dentist, 
1977:Jan., 113-122 
dental bill of rights for, 1977:July, 
618-619 
dentistry for. See also Dentistry, pediatric. 
mentally retarded, dental care for, 
1977:July, 621-636 
rights of and approaches to, 1977:July, 
605-620 
Cholesterol, elevated, cardiovascular 
disease and, 1978:July, 377 
Chondrosarcoma, as periapical 
radiolucent lesion, 7979:Oct., 538 
Cigarette smoking, heart disease and, in 
dentists, 1978 :July, 376-378 
Clasps, for removable partial dentures, 
1979:Jan., 65-75 
Clindamycin, in endodontic therapy, 
1979:Oct., 744 
Codeine, analgesic properties of, 
1978:Jan., 138 
in endodontic analgesia 
1979: Oct., 547 
Color, esthetics and, in ceramic 
restorations, 1977:Oct., 823-829 
matching, in ceramo-metal restoration, 
1977:Oct., 818-821 
Communication, dentist-staff relations 
and, 1978:July, 351-353 
Conditioners, tissue, resilient liners and, 
in prosthodontics, 1977:Apr., 249- 
259 
Connectors, in ceramo-metal restorations, 
1977:Oct., 711-713 
Consultation, need for, 1978:Apr., 
209-211 
referral or, in dental practice, 
1978:July, 406-407 
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Contracts, participating, between dentist 
and insurance carrier, 1978:Apr., 
271-272 
Coping, design of, 1977:Oct., 731-732 
metal design of, 1977:Oct., 731 
pattern, 1977:Oct., 780 
spacer, 1977:Oct., 780 
Coroner system, forensic dentistry and, 
1977:Jan., 19-23 
Corticosteroids, effect on dental 
treatment, 1978:July, 411-412 
Cosmetics, esthetics versus, 1977:Oct., 
745-748 
Craniofacial and dental characteristics, in 
age, sex and race determinations, 
1977:Jan., 85-97 
Craniomandibular disorders, differential 
diagnosis of, 1979:Apr., 190-195 
Creep, metal, in ceramo-metal 
restorations, 1977:Oct., 687, 718 
Crossbite, correction of, 1978:Oct., 
647-668 
Crown, anterior individual, sculpture of, 
1977:Oct., 752-757 
ceramo-metal, as integrating abutments, 
1979:Jan., 40 
chamfer-bevel design of margin, 
1977:Oct., 741 
collarless, 1977:Oct., 792 
design of, 1977:Oct., 788-789 
design of multi-unit, 1977:Oct., 
705-715 
design of single unit, 1977:Oct., 
701-705 
in correction of crowded teeth, 
1977:Oct., 814-815 
jacket, aluminous porcelain in, 
1977:Oct., 664 
marginal adaptation, in fixed 
restorations, 1979:Jan., 13-18 
posterior, ceramic sculpturing of, 
1977:Oct., 758-761 
preparation, “canting” in, 1977:Oct., 
731-734 
prevention of failures in fabrication of, 
1979:Jan., 13-20 
Crown and bridge, considerations in, 
1979:Jan., 21-35 
diagnosis and treatment planning, 
1979:Jan., 21 
Crown-loop, 1978:Oct., 591 
Crypt, third molar, timing of calcification 
in, 1979:July, 396 
Culturing, in endodontic therapy, 
1979:Oct., 729-733 
Curve of Spee, occlusion and, 1979:Apr., 
208-209 
Cysts, benign, radiographic appearance 
of, 1979:Oct., 529-532 
dentigerous, impacted teeth and 
formation of, 1979:July, 363 
marsuplalization of, 1979:July, 424 
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Dara, dental, gathering and interpreting, 
1977:July, 489-503 
Decay. See Caries. 
Degassing, ceramo-metal bond and, 
1977:Oct., 738 
effect on porcelain-metal bond, 
1977:Oct., 737-739 
Denar System, in prevention and 
treatment of occlusal disease, 
1979:Apr., 243-257 
Dental arch, measurement of, 1978:Oct., 
565 
Dental chart, antemortem and 
postmortem, in identification, 
1977:Jan., 49-56 
in oral examination, 1978:Apr., 
214-217 
Dental examination, art of, 1978:Apr., 
209-218 
Dental identification kit, in forensic 
dentistry, 1977:Jan., 175-176 
Dental implants, in removable partial 
dentures, 1979:Jan., 143-151 
Dental materials, biocompatibility of, 
1977:Apr., 462-464 
Dental numbering systems, in forensic 
dentistry, 1977:Jan., 57-59 
Dental office. See Office, dental. 
Dental practice. See Practice, dental. 
Dental records. See Records, dental. 
Dental services, social and cultural factors 
affecting use and acceptance of, 
1977:July, 595-604 
Dental team, role in mass disasters, 
1977:Jan., 125-129 
Dental unit, selection of, 1978:July, 
336-338 
Dentin, anatomy of, 1978:Jan., 4-5 
histologic features of, in forensic 
dentistry, 1977:Jan., 95-96 
sensitivity to pain, 1978:Jan., 6-8 
Dentin plugs, in endodontic therapy, 
1979:Oct., 597-599 
Dentist, as expert witness, 1977:Jan., 
30-32 
dental laboratory and, relationship, 
removable partial dentures and, 
1979:Jan., 87-99 
effects of sound on, 1978:July, 415-429 
financial health of, 1978:Apr., 263-268 
forensic, role in mass disasters, 
1977:Jan., 123-135 
general practitioner, endodontist and, 
1979:Oct., 747-766 
health of, preventive medicine in, 
1978:July, 383-386 
interpersonal skills for, 1977:July, 
572-574 
leadership styles for, 1977:July, 


479-488 


Dentist (Continued ) 
legal obligation of, in child abuse, 
1977:Jan., 120-121 
middle-aged male, heart disease and life 
style, 1978:July, 376-381 
modification of life style, 1978:July, 
373-388 
personal satisfaction for, 1978:Apr., 
187-196 
psychological factors affecting, 
1978:Apr., 187-196 
role in child abuse detection, 1977:Jan., 
113-122 
role in medicolegal autopsy, 1977:Jan., 
33-45 
stresses and self-destructive behaviors 
of, 1978:July, 361-371 
suicide rate of, 1977:July, 551-562 
Dentist-staff interpersonal relationships, 
1977:July, 471-477 
Dentistry, forensic, symposium on, 
1977:Jan., 1-193 
future of, 1978:Apr., 319-326 
maximum, in minimum visits, 
1978:Apr., 243-252 
pediatric, symposium on, 1978:Oct., 
537-771 
behavioral considerations in, 
1977:July, 605-620 
rights of patients and approaches to, 
1977:July, 605-620 
preventive, patient responsibility in, 
1978:Apr., 279-284 
third party programs in, 1978:Apr., 
269-278 
Dentition. See also Teeth and Tooth. 
analysis of, in age, sex and race 
determinations, 1977:Jan., 90-96 
crowding and spacing, analysis of, 
1978:Oct., 563-577 
development of, guiding, (symposium), 
1978:Oct., 539-770 
genetics of, 1977:Jan., 96 
human, in individual age estimations, 
1977:Jan., 167-174 
interdigitation of, 1978:Oct., 583 
methods of numbering, 1977:Jan., 
57-59 
mixed, analysis of spacing, 1978:Oct., 


x49 


22 


primary, endodontic procedures in, 
1979:Oct., 663-672 
extraction of, 1978:Oct., 711-724 


retained, 1977:Apr., 219-220 
spacing, control of, 1978:Oct., 579-601 
maintenance of, 1978:Oct., 669-683 
“Denture sore mouth,” burning mouth 
syndrome and, 1977:Apr., 422-424, 
16] 
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Dentures. See also Teeth, denture, or Teeth, 

artificial. 

acrylic resin, allergy to, 1977:Apr., 333 
processing of, 1977:Apr., 329-338 

base materials, esthetic factors, 
1979:Jan., 53 

base resins for, biological properties of, 
1977:Apr., 459-464 

care of, 1979:Jan., 143-151 

chronic soreness from, tissue 
conditioners and, 1977:Apr., 249-252 

comparative dimensional accuracy of, 
1977:Apr., 332-333 


complete, choosing shade of, 1977:Apr., 


286 
diagnosis and treatment planning for, 
1977:Apr., 237-247 
esthetics of, 1977:Apr., 285-298 
in geriatric patient, 1977:Apr., 
403-425 
maintenance of, patient education 
and, 1977:Apr., 359-367 
obturators on, 1977:Apr., 395-401 
occlusion in, 1977:Apr., 299-320 
relining and rebasing, 1977:Apr., 
369-378 
selecting size and mold of teeth for, 
1977:Apr., 286-287 
symposium on, 1977:Apr., 197-464 
compiete and removable partial, 
post-placement care of, 1979:Jan., 
143-151 
completed, distribution and suggested 
correction of errors in, 1977:Apr., 
347-350 
conventional complete immediate, 
1977:Apr., 427-442 
insertion of, 1977:Apr., 339-357 
occlusion of. See Occlusion. 
over-the-counter products for, 
1977:Apr., 359-364 
partial, fixed, considerations, 1979:Jan., 
21-35 
fixed and removable, integration of, 
esthetics in, 1979:Jan., 45-50 
preventing failures, 1979:Jan., 
37-63 
frameworks, 1979:Jan., 60 
overlay, failures in, 1979:Jan., 
117-130 
radiation therapy in patients with, 
1979:jJan., 111-113 
removable, common failures in, 
symposium on, 1979:Jan., 1-151 
esthetic factors in, 1979:Jan., 53-63 
flange design in, 1979:Jan., 55 
frameworks for, detection of 
binding areas on, 1979:jan., 
101-106 
I-bar retainers in, 1979:Jan., 65-75 
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Dentures (Continued ) 
partial, removable, 
prevention of failures in making 
impressions and dies, 1979:Jan., 
13-20 
stressbreakers in, 1979:Jan., 77-86 
treatment planning and design, 
1979:Jan., 3-12 
postinsertion instructions to patients, 
1977:Apr., 345-346 
proper cleaning of, 1977:Apr., 365-367 
remounting, in occlusal errors, 
1977:Apr., 317-319 
repeated breakage of, 1977:Apr., 
333-334 
transitional, interim and temporary, 
1977:Apr., 428, 440-441 
trial, 1977:Apr., 321-328 
Depression, facial pain and, 1978:Jan., 
83-85 
Dextropropoxyphene, in endodontic 
analgesia, 1979:Oct., 547 
Diabetes mellitus, obesity and, in dentists, 
1978:July, 381 
treatment of patients with, 1978:July, 
410-411 
Diastema, closing with crowns, 1977:Oct., 
813-814 
median, 1978:Oct., 685-710 
Diazepam, for sedation in odontectomy, 
1979:July, 464 
Dies, construction of, 1979:Jan., 18-19 
removable technique, 1979:Jan., 19 
Diet. See also Food or Nutrition. 
Disasters, major, role of forensic dentist 
in, 1977:Jan., 123-135 
Dopamine, role in pain, 1978:Jan., 32-37 
Dowels, in restoration of endodontically 
treated teeth, 1979:Oct., 648-651, 
654-657 
Drugs. See also under specific agents and 
drug types. 
Drugs, anesthetic, order of administration 
in office procedure, 1979:July, 468 
anticholinergic, in anesthesia for 
removal of impacted teeth, 1979:July, 
462-463 
interactions of, in dental practice, 
1978:Jan., 151-171 
narcotic. See Narcotics. 
narcotic, in office anesthesia, 
1979:July, 464-465 
Dysplasia, periapical cemental, as 
radiolucent area, 1979:Oct., 528 


EAGLE’S SYNDROME, 1978:Jan., 91 


Edema, following surgery for impacted 
teeth, 1979:July, 454 
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Edentulous impressions, how to make, 
1977:Apr., 261-269 
Edentulousness, oral anatomy and, 
1977:Apr., 199-217 
Elastic impressions, 1979:Jan., 14-15 
Elasticity, modulus of, of ceramic 
substructure, 1977:Oct., 670 
Elastomer polymers, in prosthodontics, 
1977:Apr., 249-259 
Elderly, complete dentures in, 1977:Apr., 
403-425 
management of, 1977:July, 637-645 
Embrasures, incisal and gingival, in 
ceramo-metal restorations, effect on 
smiling, 1977:Oct., 809-810 
Emergence profile, in ceramo-metal 
restorations, 1977:Oct., 744, 827-828 
of finished crown, 1977:Oct., 731-732 
Emergency patient, reserving time for, 
1978:Apr., 309-311 
treatment planning for, 1978:Apr., 
224-2996 


Emphysema, interstitial air, high-speed air 


turbines and, 1978:July, 396-397 
Enamel, anatomy of, 1978:Jan., 3-4 
histologic features of, in forensic 
dentistry, 1977:Jan., 95 
Endodontics. See also Root canal. 
failure of, differential diagnosis in, 
1979:Oct., 617-635 
planning of treatment, 1979:Oct., 
495-518 
surgical, 1979:Oct., 637-645 
symposium on, 1979:Oct., 495-766 
Enflurane, for anesthesia in odontectomy, 
1979:July, 465 
Enkephalins, opiate receptors and, role in 
pain, 1978:Jan., 40-41, 130-131 
Environment, dental. See also Office, 
dental. 
importance in case presentation, 
1977:July, 542 
Epinephrine, in anesthesia for 
odontectomy, 1979:July, 463-464 
Epuli fissuratum, 1977:Apr., 229 
Equipment, dental, efficient, selection of, 
1978:July, 335-341 
efficient use of, 1978:Apr., 308-309 
Ergonomics, dentistry and, 1978:July, 
331-345 
Eruption, tooth, variability in, 1977:Jan., 
91-93 
Erythromycin, in endodontic therapy, 
1979:Oct., 744 
Esthetics, color and, in ceramic 
restorations, 1977:Oct., 823-829 
in ceramo-metal restorations, 1977 :Oct., 
803-822 
in complete dentures, practical 


guidelines for, 1977:Apr., 285-298 


Esthetics (Continued ) 
in dentures for elderly, 1977:Apr., 
413-414 
in integrating fixed and removable 
dentures, 1979:Jan., 45-50 
in removable partial dentures, 
1979:Jan., 53-63 
versus cosmetics, in ceramo-metal 
restorations, 1977:Oct., 745-748 
Ethoheptazine, for pain of dental origin, 
1978:Jan., 122-123 
Evidence, bite mark, 1977:Jan., 145-158 
presentation of, in forensic dentistry, 
1977:Jan., 30-31 
preserving chain of, 1977:Jan., 31 
use of dental photographs as, 
1977:)an, 73 
Exercise, lack of, heart disease and, 
1978:July, 381 
Expansion, coefficient of, in ceramo-metal 
restorations, 1977:Oct., 679-680, 700, 
718 
thermal, coefficient of, in dental 
porcelains, 1977:Oct., 721 
Extraction, of primary dentition, 
1978:Oct., 711-724 
Eye, herpes infections of, 1978:July, 
497-498 
injuries to, during dental procedures, 
1978:July, 505-515 


FACE, assessment of form, 1978:Oct., 
539-555 
injuries to, during dental procedures, 
1978:July, 505-515 
trauma to, partial prostheses in, 
1979:Jan., 107 
Face bows, kinematic and arbitrary, 
1977: Apr., 271-275 
transfer to articulator, 1979:Apr., 
275-279 
Facial form, assessment of, 1978:Oct., 
539-555 
Facial growth, 1978:Oct., 725-726 
Facial pain. See Pain, facial. 
Facial profile, variations in, 1978 :Oct., 
670-671 
Fatigue, mental and physical, in dental 
practice, 1978:July, 331-345 
relationship to pain tolerance, 
1977:July, 583-584 
Fees, dental, financial arrangements and, 
1978:Apr., 257-261 
itemization of, 1978:Apr., 273 
UCR concept of, 1978:Apr., 272-273 
F.D.1. system, in numbering dentition, 
1977: Jan., 58-59 
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Fear, anxiety and, relationship to pain 
tolerance, 1977:July, 582 
patient's, reduction of, 1978:July, 
354-357 
Finances. See also Fees. 
arrangements between patient and 
dentist, mechanics of, 1978:Apr., 
257-261 
dentist’s, status of, 1978:Apr., 263-268 
management of, in dental practice, 
1977:July, 510-512 
Fixed restorations, 1979:Jan., See 
Dentures, partial, fixed and Crown and 
bridge. 
Flange design, in removable partial 
dentures, 1979:Jan., 55 
Flaps, design of, for endodontic surgery, 
1979:Oct., 639-640 
for removal of impacted canine tooth, 
1979:July, 443-445 
for removal of impacted third molars, 
1979:July, 414-416, 427-429 
Food. See also Nutrition or Diet. 
Foramen, apical, perforation of, 
prevention and treatment, 1979:Oct., 
593-601 
Forensic dentistry, dental identification kit 
in, 1977:Jan., 175-176 
education in, 1977:Jan., 15-16 
history of, 1977:Jan., 7-17 
in mass disasters, 1977:Jan., 123-135 
legal aspects of, 1977:Jan., 19-32 
legal terms applicable to, 1977:Jan., 
181-193 
medical aspects of, 1977:Jan., 33-45 
symposium on, 1977:Jan., 1-193 
Formaldehyde pastes, in endodontic 
therapy, advantages and disadvantages 
of, 1979:Oct., 705-715 
Forms, office, effective use of, 1977:July, 
549-558 
Fracture, vertical, differential diagnosis 
of, 1979:Oct., 630-632 
endodontic treatment of, 1979:Oct., 
512 
Framework, design of, in ceramo-metal 
restorations, 1977:Oct., 699-716 
for removable partial dentures, 
detection of binding areas on, 
1979:Jan., 101-106 
esthetic factors, 1979:Jan., 60 
Frankfort horizontal plane, 1978:Oct., 
540 


GAGGING, treatment of, 1977:Apr., 
245-246 

Gate-control theory of pain, 1978:Jan., 
19-20, 126 


CUMULATIVE INDEX 1977-1979 


Geriatric patients, complete dentures in, 
1977:Apr., 403-425 
management of, 1977:July, 637-645 
Gingiva, anatomy of, 1978:Jan., 6 
innervation of, 1978:Jan., 9 
margin of, and fixed restorations, 
prevention of failures, 1979:Jan., 
13-18 
design and placement, 1977:Oct., 
685-687 
recession of, 1976:Jan., 199-213; 
1978:Oct., 612 
Glutamic acid, role in pain, 1978:Jan., 
42-43 
Gold, vs. nickel-chromium alloys, 
1977:Oct., 772 
Granuloma, giant cell, as radiolucent area 
on radiography, 1979:Oct., 532 
Gutta percha, control of, in tooth with 
perforated foramen, 1979:Oct., 596, 
599-601 
filling techniques for, 1979:Oct., 
576-581 


HALOTHANE, for anesthesia in 
odontectomy, 1979:July, 465 
Handpiece, high-speed, noise hazard of, 
1978 :July, 418-422 
Hand-wrist film standards, in assessing 
skeletal age, 1977:Jan., 159-166 
Headaches, “cluster,” dental pain and, 
1978 :Jan., 81-82 
Health, effect of stress on, 1978:July, 
361-371 
Hearing, dental practice and, 1978:July, 
415-429 
Hearing safety, federal standards for, 
1978:July, 418-419 
Heart disease, life style and, in dentists, 
1978:July, 376-381 
rheumaiic, treatment of patients with, 
1978:July, 408 
Hemorrhage. See also Bleeding. 
Hemorrhage, oral, postsurgical control of, 
1979:July, 455-456 
Hepatitis, viral, control of, aseptic 
procedures and, 1979:Oct., 
717-720 
transmission of, 1978:July, 499-501 
Herpes simplex viruses, oral 
manifestations of, 1978:July, 492-498 
Histamine, role in pain, 1978:Jan., 39, 48 
Histiocytosis X, radiolucent lesions of, 
1979:Oct., 534-535 
Hospitalized and homebound patients, 
management of, 1977:July, 647-655 
Hygienist, dental, role in recall visits, 
1978:Apr., 300-303 
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Hyperplasia, papillary, removal of, 
1977:Apr., 228, 242-243 
Hypertension, heart disease and, in 
dentists, 1978:July, 378 
treatment of patients with, 1978:July, 
409-410 
Hypnosis, in management of pain, 
1977:July, 587-589 


I-BAR retainer, in removable partial 
dentures, 1979:Jan., 65-75 
Identification, dental, 1977 :Jan., 47-67 
Impactions. See also Teeth, impacted. 
as donors for tooth transplant, 
1979:July, 369-383 
classification of, 1979:July, 347-352 
crown resorption in, 1979:July, 340 


diagnosis, localization, and preoperative 


consultation for, 1979:July, 347-358 

difficult, symposium on, 1979:July, 
331-488 

in mixed dentition, 1978:Oct., 635-645 

localization of, 1979:July, 347-358, 
433-436, 441-443 

periodontal considerations and, 
1979:July, 359-367 

preoperative consultation with patients, 
1979:July, 354-358 


radiographic localization of, techniques, 


1979:July, 353-354 
removal of, anesthesia in, 1979:July, 
461-469 
before radiation therapy, 1979:July, 
342 
complications, 1979:July, 356, 
454-458 
nerve injury, 1979:July, 471-488 
indications and contraindications, 
1979:July, 333-346 
preplanning, surgical, and 
postoperative considerations in, 
1979:July, 451-459 
surgical exposure and orthodontic 
guidance of, 1979:July, 385-392 
surgical repositioning of, 1979:July, 
370, 378, 385-389 
Implants, dental, success and failure of, 
1979:Jan., 131-142 
pterygoid extension, 1977:Apr., 
451-454 
ramus, 1977:Apr., 454-456 
subperiosteal, 1977:Apr., 443-458 
Impressions, alginate, 1979:Jan., 11-12 
edentulous, for geriatric patients, 
1977:Apr., 414-415 
how to make, 1977:Apr., 261-269 
elastic, 1979:Jan., 14-15 


Impressions (Continued ) 
techniques in patients with special 
problems, 1979:Jan., 113 
Incisors, developmental displacement of, 
1978 :Oct., 642 
lateral, ectopic eruption, 1978:Oct., 713 
normal and abnormal development, 
1978:Oct., 688-691 
transplant for replacement of, 
1979:July, 374-377 
Infectious diseases, in dental office, 
1978:July, 491-503 
Inflammation, and role of endogenous 
pain-producing substances, 1978:Jan., 
7-50 
Informed consent, in operations for 
impaction, 1979:July, 356-358, 451-452 
Injuries, treatment of, with endodontic 
surgery, 1979:Oct., 643-644 
Insertion, denture, 1977:Apr., 339-357 
Instruments, dental, aseptic handling of, 
1979:Oct., 728 
aspiration or swallowing of, 
1978:July, 397-398 
sterilization of, 1978:July, 501-502 
ultraspeed, eye and facial injuries from, 
1978:July, 506-509 
Insurance, dental, 1978:Apr., 269-278 
Intensive theory of pain, 1978:Jan., 18-19 
Interincisal distance, esthetics of, 
1977:Oct., 808 
Interocclusal distance. See Freeway space. 
Interview, patient, initial, 1978:Apr., 
231-242 
sux:gestions for, 1977:July, 520-527 
Investments, quality control of, in 
ceramo-metal restorations, 1977 :Oct., 
779-785 


JACKET crowns, aluminous porcelain in, 


1977:Oct., 664 


Jaw. See also Mandible. 


anatomy of, in diagnosis of periapical 
radiolucent lesions, 1979:Oct., 
520-524 

cyclic movement of, 1977:Apr., 212-213 

cyst of, impacted teeth and, 1979:July, 
339-340 

function of, neuromuscular mechanisms 
in, 1978:Jan., 63-71 

relationships, edentulous, recording of, 
1977:Apr., 271-283 

structure of, impacted teeth and, 
1979:July, 336 

upper and lower, examination of, 
1977:Apr., 241-245 


Jaw jerk reflex, 1977:Apr., 206, 210 
Joint, temporomandibular. See 


Temporomandibular joint. 
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KETAMINE, for anesthesia in odontectomy, 


1979:July, 465 


LaBoraTory, dental, as source of failure 
in removable partial dentures, 
1979:Jan., 87-99 

lighting in, 1978:July 439-440, 
444-445 
safety check list for, 1978:July, 
392-394 
Lathe, dental, 1978:July, 471-472 
Law, forensic dentistry and, 1977:Jan., 


19-32 


Legal obligations, dentist’s, in child abuse, 


1977:Jan., 120-121 

Lesions, periapical, radiolucent, 
differential diagnosis of, 1979:Oct., 
519-541 

Life style, dentist’s, modification of, 
1978:July, 373-388 

Lighting, in dental office, 1978:July, 
431-451 

Liners, resilient, tissue conditioners and, 
in prosthodontics, 1977:Apr., 249-259 

Lip, posture, evaluation of, 1978:Oci., 

549-552 

prints, in identification, 1977:Jan., 64 

Lipline, esthetics of, in restorative 
treatment, 1977:Oct., 803-807 


Malocclusion. See also Occlusion. 
control of, 1978:Oct., 725-738 
finger sucking and tongue thrusting 
and, 1978:Oct., 604 
Malpractice, professional responsibility 
and, 1977:Jan., 137-143 
Management, by objectives (MBO), in 
dentistry, 1977:July, 505-514 
effective leadership in, 1977:July, 
479-488 
practice, behavioral considerations and, 
symposium on, 1977:July, 469-655 
Mandible, growth, analysis of, 1978:Oct., 
541 
movement of, recording of, articulators 
and, 1979:Apr., 231-241 
TMJ stereographic analog method, 
1979:Apr., 271-287 
neuromusculature of, effect of 
occlusion on, 1979:Apr., 157-168 
positions of, 1979:Apr., 182-184 
postural rest position of, 1977:Apr., 
210-211 
prognathic, 1978:Oct., 546 
size and form, long-range forecast of, 
1979:July, 398-401 
Mandibular arch, length, inadequacy, 
1978:Oct., 717-723 
maintenance of, 1978:Oct., 768 
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Manual, office, 1978:July, 352 
Margin, gingival. See Gingiva. 
Masks, surgical, filtering efficiency of, 
1978:July, 469-470 
Mass disasters, role of forensic dentist in, 
1977:Jan., 123-135 
Mastication, chewing center concept of, 
1978 :Jan., 69-70 
McKesson mouth gag, use in children, 
1977:July, 630-631 
Median diastema, 1978:Oct., 685-710 
Medical examiner system, forensic 
dentistry and, 1977:Jan., 23-25 
Medicolegal autopsy examination, 
essentials of, 1977:Jan., 33-45 
Mefenamic acid, for dental pain, 
1978:Jan., 123 
Melting point, ceramo-metal alloy, 
1977:Oct., 718 
Mentally retarded patients, behavioral 
management of, 1977:July, 621-636 
Meperidine, for dental pain, 1978:Jan., 
139 
Mercury, hazards of, in dental office, 
1978 :July, 477-489 
Metal-ceramic. See Ceramo-metal. 
Metal-mold equilibrium (MME), for alloys 
and investments, 1977:Oct., 722-726 
Metals, bonding porcelain to, 1977:Oct., 
667-668, 680-681 
Methohexital, in anesthesia for 
odontectomy, 1979:July, 464 
Microcracks, in ceramics, 1977:Oct., 
678-679, 700 
Missionary, dental, 1978:Apr., 177-185 
Mixed dentition, analysis of spacing, 
1978:Oct., 572 
Molar occlusion, developing, 1978:Oct., 
557-561 
Molar(s), ectopic eruption, 1978:Oct., 713 
Molars, third, abortion of, 1979:July, 
393-411 
surgical techniques, 1979:July, 
401-407 
as autotransplant, 1979:July, 371-374 
formation and development, 
1979:July, 395 
impacted, localization of, 1979:July, 
433-436 
prediction of, 1979:July, 395-404 
removal of, 1979:July, 413-425 
surgical techniques, 1979:July, 
416-424, 427-438 
Monoblock appliance, 1978 :Oct., 739-755 
Morphine, analgesic property of, 
1978:Jan., 127 
for pain of dental origin, 1978:Jan., 
136-138 
Mouth. See also Oral. 
burning, denture sore mouth and, 
1977:Apr., 422-424, 461 
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Mouth (Continued ) 
edentulous, anatomy and physiology of, 
1977:Apr., 199-217 
surgical preparation of, for denture 
insertion, 1977:Apr., 436-437 
Movement, tooth. See also Orthodontics or 
Teeth. 


Muscle relaxants, skeletal, during surgery, 


1978:Jan., 169-171 
Muscle spasm, relief of, 1978:Jan., 98 
Myocentric occlusion, 1979:Apr., 167-168 


Myo-monitor, in relaxation of mandibular 


neuromusculature, 1979:Apr., 158-159 


NALOXONE, for dental pain, 1978:Jan., 
139 
Narcotic analgesics. See Analgesia, narcotic, 
and under specific agents. 
Narcotics, for endodontic analgesia, 
1979:Oct., 547-548 
in treatment of dental pain, 1978:Jan., 
125-141 
tolerance and dependence, 1978:Jan., 
132 
Nausea, pain and, analgesia and, 
1979:Oct., 552-553 
Negligence, in diagnosis and failure to 
refer, 1977:Jan., 140-141 
Nerve blocks, long acting, 1978:Jan., 98 
Nerve, injury to, during removal of 
difficult impactions, 1979:July, 
471-488 
regeneration following injury, 
1979:July, 475-476 
suture of, following neurotmesis, 
1979:July, 483-488 
Nerves, distribution of, in teeth and 
supporting tissues, 1978:Jan., 3-9 
Neuralgia, atypical, 1978:Jan., 94-95 
geniculate, 1978:Jan., 94 
glossopharyngeal, 1978:Jan., 93-94 
postherpetic, 1978:Jan., 94 
typical, 1978:Jan., 93-94 
Neurapraxia, following removal of 
impacted teeth, 1979:July, 474 
Neuroleptanalgesia, in odontectomy, 
1979:July, 465 
Neurosensory and neuromuscular 
systems, in oral and mandibular 
function, 1977:Apr., 207-210 
Neurotmesis, following removal of 
impacted wisdom teeth, 1979:July, 475, 
481 
Nickel-chromium superalloys, in 
ceramo-metal restorations, 1977 :Oct., 
769-785 
Nitrous oxide, in anxiety and pain 
control, 1978:Apr., 255 
in anesthesia for odontectomy, 
1979:July, 464 
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Noise. See Sound. 

Norepinephrine, role in pain, 1978:Jan., 
32-37 

Novocaine, allergic reaction to, 1978:July, 
413 

Numbering systems, dental, 1977:Jan., 
57-59 

Nutrition, in geriatric patients, 1977:Apr., 
406-407 


Osesirty, heart disease and, in dentists, 
1978:July, 379 
Obturators, on complete dentures, 
1977:Apr., 395-401 
Occlusion. See also Malocclusion. 
balancing, 1977:Apr., 316-317 
centric, 1979:Apr., 165-167 
centric relation and, 1979:Apr., 
202-203 
complete denture, 1977:Apr., 299-320 
correct, in ceramo-metal restorations, 
1977:Oct., 821 
disorders of, articulators in treatment 
of, 1979:Apr., 155-326 
Denar System in prevention and 
treatment of, 1979:Apr., 243-257 
errors in, remounting dentures and, 
1977:Apr., 317-319 
facial development and, 1978:Oct., 548 
imbalance of, temporomandibular joint 
dysfunction and, 1979:Apr., 181-197 
molar, developing, 1978:Oct., 557-561 
myocentric, 1979:Apr., 167-168 
neuromuscular aspects of, 1979:Apr., 
157-168 
partial dentures and, 1979:Jan., 41 
traumatic, treatment of, 1979:Oct., 513 
Occluso-muscle disorders, diagnosis and 
treatment of, 1979:Apr., 169-180 
Odontectomy. See Tooth, impacted, removal 
of. 
Office, dental, accidents and injuries in, 
1978:July, 389-402 
air pollution and its control in, 
1978:July, 453-476 
contagion in, 1978:July, 491-503 
effective use of forms in, 1977:July, 
549-558 
efficient equipment in, 1978:July, 
335-341 
exposure to noise in, 1978:July, 
415-429 
eye and facial injuries in, 1978:July, 
505-515 
hazards in, prevention and control, 
1978:July, 329-532 
influence of dentist in management 
of, 1977:July, 479-488 
interpersonal stress in, 1978:July, 


347-359 
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Office, dental (Continued ) 
light and lighting in, 1978:July, 
431-451 
management by objectives in, 
1977:July, 505-514 
manual for staff, 1978:July, 351-353 
mercury hygiene in, 1978:July, 
477-489 
physical environment of, in pediatric 
practice, 1977:July, 607-608 
protection in, symposium on, 
1978:July, 329-532 
safety check list for, 1978:July, 
390-395 
Opaque, application to metal structure, 
skim technique of, 1977:Oct., 743-744 
Open bite, anterior, finger sucking and, 
1978:Oct., 604-606 
Operatory. See Office. 
Opiate receptors, enkephlins and, role in 
pain, 1978:Jan., 40-41, 130-131 
Opium, reactive component of pain and, 
1978:Jan., 127 
Oral. See also Mouth. 
Oral anatomy, 1977:Apr., 199-217 
Oral cancer, teaching self-examination 
for, 1978:July, 405-406 
Oral examination, in mentally retarded 
children, 1977:July, 630-632 
Oral habits, spacing of dentition and, 
1978:Oct., 581 
Oral orthopedics, 1979:Apr., 188 
Oral premedication, pain control and, 
1978:Apr., 253-256 
Oral surgeon, referrals and consultations 
with, 1978:Apr., 227 
Orthodontics. See also specific problems. 
appliances, acrylic, 1978:Oct., 595-596 
active removable, 1978:Oct., 621-633 
intra-alveolar, 1978:Oct., 596-600 
selection of, 1978:Oct., 586-600 
control of spacing in, 1978:Oct., 
579-601 
direct bonding in, 1978:Oct., 757-770 
Orthodontist, referrals and consultations 
with, 1978:Apr., 228 
Orthopantomographs, in localization of 
impacted third molar, 1979:July, 433 
Osteitis, acute apical, endodontic 
treatment for, 1979:Oct., 515 
Overbite, 1978:Oct., 568 
control of, 1978:Oct., 725-738 
Overdenture. See Denture, partial, overlay. 
Overdentures, 1977:Apr., 379-394 
Overfill, in endodontically treated tooth, 
retreatment of, 1979:Oct., 623-625 
Overjet, 1978:Oct., 568 
control of, 1978:Oct., 725-738 
enlarged, reduction of, 1978:Oct., 
707-709 
reversed, 1978:Oct., 647-656 
Oxidation of castings, 1977:Oct., 681 
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PACEMAKERS, Cardiac, dental interference 
with, 1978:July, 399-401 
Pain, aggression and, 1978:Jan., 108 
chemical mediators in generation and 
perception of, 1978:Jan., 31-46 
chronic, analgesia for, 1979:Oct., 552 
control of, anesthesia in, 1978:Jan., 
89-99 
in endodontics, 1979:Oct., 543-553 
mechanisms and methods, 1978:Jan., 
27-30 
narcotic and non-narcotic, 1978 :Jan., 
28, 115-124, 125-141 
oral premedication in, 1978:Apr., 
253-256 
dental, pathogenesis of, 1978:Jan., 
58-60 
“fake,” 1978 :Jan., 85-86 
facial, atypical, 1978:Jan., 95-96 
complexity of, 1978:Jan., 56-57 
depression and, 1978:Jan., 83-85 
head and neck cancer and, 1978:Jan., 
92 
typical, 1978:Jan., 90-93 
following removal of difficult 
impactions, 1979:July, 453-454 
mechanisms of, theories of, 1978:Jan., 
12-20 
neurophysiology of, 1978:Jan., 11-30 
orofacial, differential diagnosis of, 
1978:Jan., 73-87 
perception of, ethnic variations in, 
1978:Jan., 111 
psychological components of, 
1978:Jan., 101-113 
psychological, physiological, and 
pharmacological management of, 
1977:July, 577-593 
referred, 1978:Jan., 57 
role of peripheral nervous system in 
mediating, 1978:Jan., 51-61 
sensory components in mediating, 
1978:Jan., 51-61 
symposium on, 1978:Jan., 1-171 
Palmer notation system, in numbering 
dentition, 1977:Jan., 57-58 
Parallax, photographic, in forensic 
dentistry, 1977:Jan., 78-80 

Partial dentures. See Dentures. 

Patient, behavior and personality of, 
effect on treatment planning, 
1977:July, 531-538 

dental responsibilities of, 1978:Apr.. 
279-284 

education of, in complete denture 
maintenance, 1977:Apr., 359-367 

fears and anxieties of, 1978:July, 
354-358, 364 

high-risk, identification of, 1978:July, 
403-413 

initial interviewing of, 1978:Apr., 


231-242 
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Patient (Continued ) 
new, sources of, 1978:Apr., 177-185 
partially edentulous, special problems 
in, 1979:Jan., 107-115 
pediatric, rights of and approaches to, 
1977:July, 605-620 
prosthetic, surgical management of, 
1977:Apr., 219-236 
recall, types of, 1978:Apr., 286-288 
referred, need for consultation, 
1978:Apr., 211-212 
Pedodontics. See also Dentistry, pediatric. 
endodontic therapy in, 1979:Oct., 
663-672 
stress in, 1978:July, 357-358 
Pedodontist, referrals and consultations 
with, 1978:Apr., 226-227 
Peer review, 1978:Apr., 274 
Penicillin, in endodontic therapy, 
1979:Oct., 743 
Pentazocine, for dental pain, 1978:Jan., 
139 
Periapical disease, differential diagnosis 
of, in endodontics, 1979:Oct., 629-630 
Periodontal disease. See also specific 
diseases. 
differential diagnosis of, 1979:Oct., 
626-629 
impacted teeth and, 1979:July, 359-367 
Periodontal ligament, and pulp, 
relationships of, 1979:Oct., 673-674 
Periodontist, referrals and consultations 
with, 1978:Apr., 227 
Periodontitis, acute apical, endodontic 
treatment for, 1979:Oct., 514 
Periodontium, sensory receptors related 
to, 1978:Jan., 8-9 
Periodontosis, as periapical radiolucent 
area, 1979:Oct., 527-528 
third molar transplant for, 1979:July, 
373-374 
Perio-endo question; differential diagnosis 
and, 1979:Oct., 673-690 
Peripheral nervous system, role in 
mediating pain, 1978:Jan., 51-61 
Personality, patient’s, shape of artificial 
teeth and, 1977:Oct., 812 
Personnel, dental office, evaluation of, 
1977:July, 508-509 
selection and training of, 1977:July, 
473-477 
Phenacetin, for dental pain, 1978:Jan., 
118-121 
Photographs, antemortem and 
postmortem, in dental identification, 
1977:Jan., 63-64 
ultraviolet, in forensic dentistry, 
1977:Jan., 77-78 
Photography, radiology and, in forensic 
dentistry, 1977:Jan., 69-83 


Photography (Continued ) 
techniques, forensic dentistry and, 
1977:Jan., 73-83 
Physical examination, role of dentist, 
1978:July, 404-406 
Plastic, as denture base material, 
1977:Apr., 334-335 
Pockets, periodontal, and impacted teeth, 
1979:July, 360-363 
Polymers, elastomer, in prosthodontics, 
1977:Apr., 249-259 
Pontics, anterior and posterior, 1977:Oct., 
707-709 
placement of, lipline and, 1977:Oct., 
804-806 
selection of proper size, 1977:Oct., 
815-817 
Porcelain, dental, chemical nature of, 
1977:Oct., 661-667 
forming and sculpturing, 1977:Oct., 
743 
low-fusing, 1977:Oct., 662-664, 
678-680 
tensile strength of, 1977:Oct., 678-680 
Porcelain-metal bond, 1977:Oct., 665-666 
Post-presentation, creation of dental 
missionaries and, 1978:Apr., 180-182 
Practice, dental, potential rewards of, 
1977:July, 561-565 
stress management and personal 
satisfaction in, 1977:July, 559-576 
Practice management, symposium on, 
1978:Apr., 175-326 
Premolars, as donors for autotransplant, 
1979:July, 377 
Prior authorization, in treatment 
planning, 1978:Apr., 270-271 
Probing, periodontal, in differential 
diagnosis of “perio-endo” lesions, 
1979:Oct., 677-690 
Problem/treatment register, for recording 
data, 1977:July, 494-495 
Prognathism, 1978:Oct., 546 
Propoxyphene, for pain of dental origin, 
1978:Jan., 121-122 
Prostaglandins, in pain control, 1978:Jan., 
27-28, 44-45, 48 
Prosthesis, periodontal. See Implants. 
Prosthetic patient, surgical management 
of, 1977:Apr., 219-236 
Prosthodontics. See also Crown and bridge 
and Dentures. 
partial, removable, symposium on, 
1979:Jan., 1-151 
symposium on, 1977:Apr., 197- 
464 
Psychology, and preparation of patients 
for endodontic referral, 1979:Oct., 
756 


of pain, 1978:Jan., 101-113 
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Pulp, anatomy of, /978:Jan., 5 
capping, endodontic therapy and, 
1979:Oct., 511 
exposure of, endodontic therapy for, 
1979:Oct., 512 
inflammation of, chronic, endodontic 
treatment and, 1979:Oct., 517 
innervation of, 1978:Jan., 6 
non-viable, endodontic treatment and, 
1979:Oct., 514-517 
periodontal ligament and, relationships 
of, 1979:Oct., 673-674 
viable, therapy of, in endodontic 
treatment, 1979:Oct., 511-513 
Pulpitis, acute, control of pain in, 
1979:Oct., 551-552 
irreversible, endodontic treatment 
for, 1979:Oct., 514 
Puncture wound, in dental office, 
1978:July, 398-399 


Race, determinations of, craniofacial 
features in, 1977:Jan., 85-97 
Radiation, exposure to, dental 
considerations, 1978:July, 517-532 
Radiation therapy, for head and neck 
cancer, in patients with partial 
dentures, 1979:Jan., 111-113 
prior removal of impactions and, 
1979:July, 342 
Radiography, aseptic procedures in, 
1979:Oct., 727 
hand-wrist, in assessing skeletal age, 
1977:Jan., 159-166 
in dental identification, 1977:Jan., 
61-62 
in detecting nerve injury, 1979:July, 
482 
in endodontic evaluation, 1979:Oct., 
507-510 
in evaluation of perforated foramen, 
1979:Oct., 595 
in identifying skull features, 1977:Jan., 
88-90 
photography and, in forensic dentistry, 
1977:Jan., 69-83 
in predicting impacted third molar, 
1979:July, 395-398 
of impacted teeth, 1979:July, 353-354 
canine, 1979:July, 441-443 
third molar, 1979:July, 433 
Radiolucent lesions, periapical, 
differential diagnosis of, 1979:Oct., 
519-541 
Ramsey-Hunt syndrome, 1978:Jan., 94 
Rapid induction analgesia (RIA), 
effectiveness of, 1977:July, 588-589 
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Recall, philosophy and methods of, 
1978:Apr., 285-306 
Receptionist, telephone, selection of, 
1978:Apr., 201-203 
Record, dental, adequate, malpractice 
and, 1977:Jan., 141-143 
antemortem, in identification, 
1977:Jan., 47-67 
system of maintaining, 1977:July, 
489-503 
Record keeping, a system addressing 
future needs, 1977:July, 489-503 
Reduction, tooth, in ceramo-imetal 
restorations, 1977:Oct., 691-698 
Referral, consultation for, 1978:Apr., 
211-212 
consultation or, in dental practice, 
1978 :July, 406-407 
endodontic: rationale, timing, and 
expectations of, 1979:Oct., 757-766 
Reinforcement, positive and negative, in 
pediatric dentistry, 1977:July, 609-610 
Reliners, drugstore, danger of, 1977:Apr., 
360-362 
Relining, and rebasing complete dentures, 
1977:Apr., 369-378 
Removable partial dentures. See Dentures. 
Resins. See also Acrylic implants. 
denture base, biological properties of, 
1977:Apr., 459-464 
Restorations, ceramo-metal, finishing, 
1977:Oct., 827-828 
design of, 1979:Oct., 657-662 
esthetic principles for, 1977:Oct., 
803-822 
fixed. See Dentures, partial, fixed and 
Crown and bridge. 
following endodontic procedures, 
1979:Oct., 647-662 
metal-ceramic, in integrated 
fixed-removable dentures, 1979:Jan., 
37-63 
prescription to laboratory for, 
1977:Oct., 826-827 
splinted, 1979:Jan., 33 
Restorative dentistry, articulation and, 
1979:Apr., 200-201 
use of ceramics in, symposium on, 
1977:Oct., 659-829 
Restraints, for pediatric patients, 
1977:July, 630-632 
Rests, occlusal, partial dentures and, 
1979:Jan., 27, 44 
Retainer. See Appliance or Splint. 
I-bar, myth and countermyth, 
1979:Jan., 65-75 
Rheumatic heart disease, treatment of 
patients with, 7978:Juiy, 408 
Roberts retractor, 1978:Oct., 627 
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Root, perforation of, as complication of 
endodontic therapy, 1979:Oct., 
608-616, 621-622 
retained, removal prior to denture 
fabrication, 1977:Apr., 221-223 
Root canal, anatomy of, for endodontists, 
1979:Oct., 555-573 
finely curved, instrumentation of, 
1979:Oct., 575-592 
step-back enlargement technique for, 
1979:Oct., 577-589 
incomplete preparation of, repair and 
retreatment, 1979:Oct., 618-620 
irrigation of, aseptic procedures and, 
1979:Oct., 728-729 
therapy of, complications of, 1979:Oct., 
555-573 
symposium on, 1979:Oct., 493-768 
treatment of, necessity and feasibility of, 
determination of, 1979:Oct., 748-755 
Rotary cutting instruments, in removal of 
impacted third molars, 1979:July, 
418-421 
Rubber dam, antiseptic for, 1979:Oct., 
727 
use in children, 1977:July, 615-617 


Sarety, check list for dental office, 
1978:July, 390-395 
general, in dental office, symposium on, 
1978:July, 329-532 
hearing, federal standards for, 
1978:July, 418-419 
Sag resistance, of ceramic substructure, 
1977:Oct., 670 
Salicylates, for pain of dental origin, 
1978:Jan., 115-118 
Saliva, blood group substances in, in 
medicolegal cases, 1977:Jan., 106-108 
functions of, 1977:Apr., 214-216 
profuse, mercury poisoning and, 
1978:July, 479 
Sarcoma, osteogenic, as periapical 
radiolucent lesion, 1979:Oct., 537, 538 
Scalers, ultrasonic, safety 
recommendations for, 1978:July, 396, 
510 
Sealers, root canal, effectiveness of, 
1979:Oct., 589-591 
in primary dentition, 1979:Oct., 664 
Secretary, financial, training of, 
1978:Apr., 259 
Sedation, pre-treatment, in anxiety and 
pain control, 1978:Apr., 254-256 
Serotonin, role in pain, 1978:Jan., 37-39 
Sex, determination of, craniofacial 
features in, 1977:Jan., 85-97 


781 


Shelf formation, as complication of root 
canal therapy, 1979:Oct., 601-608 
Shrinkage, in ceramic restorations, 
1977:Oct., 761, 765 
Silver, points, vs. gutta percha, as root 
canal sealer, 1979:Oct., 590-591 
Sinusitis, maxillary, dental pain and, 
1978:Jan., 80-81 
Skeletal age, assessing, hand-wrist films 
and, 1977:Jan., 159-166 
Skull, bones and teeth of, in human 
identification, 1977 :Jan., 85-97 
determining age and sex of, 1977:Jan., 
86-90 
Smiling, esthetic restoration and, 
1977:Oct., 803-812 
Soft tissue, tests for inflammation in, 
1979:Oct., 502-503 
Sound, effects on dentists, 1978 :July, 
415-429 
Spacing, control of, 1978:Oct., 579-601 
Specialists, dental, referrals and 
consultations with, 1978:Apr., 226-228 
Specific gravity, ceramo-metal alloy, 
1977:Oct., 719-720 
Specificity theory of pain, 1978:Jan., 
12-18 
Specimens, collection of, in forensic 
dentistry, 1977:Jan., 38-39 
Splatter, bacterial, in dental office, 
1978:July, 456-463 
Splint. See also Appliances. 
design of, 1977:Oct., 735-736 
Splinting, in partial denture design, 
1979:Jan., 33 
Split-tooth syndrome, 1978:Jan., 91 
Sprayopaquing, in ceramo-metal 
restorations, 1977 :Oct., 785 
Sprue design, nickel-chromium alloys and, 
1977:Oct., 781-782 
Staff, interpersonal relations, 1978:July, 
351-353 
Staining, effective use of, in restorations, 
1977:Oct., 814 
internal, in ceramo-metal restorations, 
1977:Oct., 821 
Stereographic analog, temporomandibular 
joint, in recording mandibular 
movement, 1979:Apr., 271-287 
Sterilization, asepsis and, in office 
endodontics, 1979:Oct., 717-735 
methods of, evaluation of, 1979:Oct., 
721-724 
Stomatitis, allergic, denture base resins 
and, 1977:Apr., 462 
Stress, effect on dental and associated 
structures, 1979:Apr., 188-189 
heart disease and, in dentists, 1978:July, 
379-380 
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Stress (Continued ) 
in dental office, 1978 :July, 332-335 
interpersonal, in dental practice, 
reduction of, 1978:July, 347-359 
management of, in dental practice, 


1977:July, 559-576 
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eeth (Continued ) 
artificial, setting the lower and upper 
posterior, 1977:Apr., 310-315 
vs. real, color and translucency of, 
1977 -Aipr., o27 
blood group substances in, in 


self-destructive behavior and, of 
dentists, 1978:July, 361-371 
Stressbreakers, in removable partial 
prosthodontics, 1979:Jan., 77-86 
Stuart articulator, optimal occlusion and, 
1979:Apr., 259-270 
Styloid process, symptomatic elongated, 
1978:Jan., 91 
Subgingival margins, for restorations, 
1979:Jan., 26 
Substance P, role in pain, 1978:Jan., 42 
Substructure, ceramic, 1977:Oct., 669-677 
Suicide, in dental profession, 1977:July, 
561-562 
Summation theory of pain, 1978:Jan., 
18-19 
Supernumerary teeth, 1978:Oct., 643 
removal of, 1979:July, 365 
Surgery, endodontic, 1979:Oct., 637-645 
for impacted teeth, complications of, 
1979:july, 454-458 
preplanning, surgical, and 
postoperative considerations in, 
1979:July, 451-459 
preprosthetic, 1977:Apr., 219-236 
Surveyors, in removable partial 
prosthodontics, 1979:Jan., 4 
Swallowing, pain during, 1978:Jan., 91 


medicolegal cases, 1977:Jan., 109-110 
contact of. See Occlusion or Malocclusion. 
contour of, in ceramo-metal 

restorations, 1977:Oct., 810-811 
crowded, ceramo-metal restorations 

and, 1977:Oct., 814-815 
crowding and spacing, analysis of, 

1978:Oct., 563-577 
denture, porcelain, 1977:Oct., 661-667, 

678-680 
eruption, variability in, 1977:Jan., 

91-93 
impacted, classification of, 1979:July, 

347-352 
jaw structure and, /979:July, 336 
periodontal considerations, 1979:July, 
359-367 
removal of, anesthesia in, 1979:July, 
461-469 
complications, 1979:July, 454-458 
indications and contraindications, 
1979:July, 333-346 
orthodontic treatment and, 
1979:July, 337 
preplanning, surgical, and 
postoperative considerations in, 
1979:July, 451-459 
surgical exposure and orthodontic 
guidance of, 1979:July, 385-392 
surgical repositioning of, 1979:July, 
370, 378 

symposium on, 1979:July, 331-488 
inclination of, in ceramo-metal 

restorations, 1977:Oct., 807-808 
illusion of separation of, in 

ceramo-metal restorations, 1977 :Oct., 


Tram, dental, positioning of, 1978:July, 
341-344 


Technician, dental, mercury poisoning 
and, 1978:July, 480-482 
relationship with dentist, removable 
partial dentures and, 1979:Jan., 
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Teeth. See also specific tooth such as 
Canine. 
abutment, See Abutments. 
artificial. See also Dentures. 
anterior and posterior, placement and 
arrangement of, 1977:Apr., 
287-294 
arrangement of, 1977:Apr., 245-246 
masculinity and femininity of, 
1977:Oct., 812 


marginal, retention of, 1979:Jan., 4 

maturation, 1978:Oct., 552-554 

movement, direct bonding in, 
1978:Oct., 757-770 

nerves and sensory receptors in, pain 
and, 1978:Jan., 3-9 

numbering systems for, 1977:Jan., 
57-59 

radiologic evaluation, in dental 
identification, 1977:Jan., 69-73 


posterior, arrangement in geriatric 
patients, 1977:Apr., 418-419 
complete denture occlusion and, 
1977:Apr., 303-305 
selection of material for, 1977:Apr., 
286-287, 308-309 


reduction of, in ceramo-metal 
restorations, 1977:Oct., 691-698 

relation to each other, occlusion and, 
1979:Apr., 208-210 

selection of proper size, 1977:Oct., 
815-817 
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Peeth (Continued ) 
size and shape of, in racial 
determinations, 1977:Jan., 93-95 
size of, measurement of, 1978:Oct., 567 
spacing, control of, 1978:Oct., 579-601 
supernumerary, 1978:Oct., 643 
removal of, 1979:July, 365 
transplant of, impacted teeth as donors 
for, 1979:July, 369-383 
unerupted, orthodontic guidance of, 
1979:July, 392 
retaining or removing, 1977:Apr., 
220-221 
wisdom, impacted, neurotmesis 
following removal of, 1979:July, 475, 
481 
Teledyne Articulator System 154, in 
complete denture construction, 
1979:Apr., 289-303 
Telephone, management of, in dental 
office, 1978:Apr., 197-207 
Temporomandibular joint, arthritis in, 
1979:Apr., 185-186 
articulator, in recording mandibular 
movement, 1979:Apr., 271-287 


dysfunction of, diagnosis and treatment, 


1979:Apr., 184-186 
occlusal imbalance and, orthopedic 
approach to, 1979:Apr., 181-197 
function of, in edentulous mouths, 
1977:Apr., 203-207 
impacted teeth and, 1979:July, 341 
pain in, occluso-muscle imbalance and, 
1979:Apr., 169-180 
trauma to, during surgery for impacted 
teeth, 1979:July, 455 
Terminology, legal, in forensic dentistry, 
glossary of, 1977:Jan., 181-193 
Tests, for endodontic evaluation, 
1979:Oct., 501-510 
in health surveillance of clinical staff, 
1979:Oct., 720-721 
Petracyclines, in endodontic therapy, 
1979:Oct., 745 
Third party programs, dental fees and, 
1978:Apr., 269-278 
Thresholds, sensory and pain, 1977:July, 
581-582 
Tic douloureux, 1978:Jan., 76-80 
Tissue conditioners, resilient liners and, 
1977:Apr., 249-259 
Tongue, “bald,” 1977:Apr., 214 
in edentulous mouth, 1977:Apr., 
213-214 
in geriatric edentulous patients, 
1977:Apr., 410 
retracted, dentures and, 1977:Apr., 2 
tremors, mercury poisoning and, 
1978:July, 479 
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Tongue thrusting, 1978:Oct., 614-619 


Tooth. See Teeth. 
Toothache. See Pain. 


Tori, exostoses and, removal of, 


1977:Apr., 232-233 


Tranquilizers, psychological and 


pharmacological components of, 
1978:Jan., 143-149 
Trauma, differential diagnosis of, during 
endodontic treatment, 1979:Oct., 632 
facial, partial prostheses in, 1979:Jan., 
107 
Tray, vacuum formed, in measurement of 
tooth reduction, 1979:Jan., 29 


Treatment, behavioral assessment 


throughout, 1977:July, 515-530 
effect of patient beliefs and behaviors 
on, 1977:July, 515-530 
itemization of cost, 1977:July, 545-546 
modifications for high-risk patients,. 
1978:July, 403-413 
planning, 1978:Apr., 219-230, 246-251 
effect of patient behavior and 
personality on, 1977:July, 531-538 
fixed partial dentures and, 1979:Jan., 
ya 
removable partial dentures and, 
1979:Jan., 3-12 
in patients with special problems, 
1979:Jan., 107-115 
structured interview relevant to, 
1977 :July, 524-527 


Trigeminal nerve block, in cellulitis, 


1979:Oct., 549-550 


Trigeminal neuralgia, 1978:Jan., 76-80 
Trigeminal pain pathways, 1978:Jan., 


20-25 

lrismus, following surgery for impacted 
teeth, 1979:July, 455 

lruth-in-lending form, use in dental 


practice, 1977:July, 555-556 


Try-in, denture, purposes of, 1977:Apr., 


324-325 
esthetic, 1977:Oct., 811-813 
Tuberculosis, dental treatment and, 
1978:July, 498-499 


Tumors, malignant, as radiolucent 


periapical lesions, 1979:Oct., 536-537 
odontogenic, and impacted teeth, 
1979:July, 339, 436-437 
as radiolucent area on radiographs, 
1979:Oct., 533 


ULTRAVIOLET light, eye damage from, 
1978:July, 511-512 
safety recommendations for, 1978:July, 
395-396 
Universal system, in numbering dentition, 
1977:Jan., 57 
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VAN der Waals forces, in porcelain-metal 
bonding, 1977:Oct., 665 

Verrill’s sign, in monitoring diazepam 
administration, 1979:July, 464 

Vertical dimension, in geriatric patients, 

1977:Apr., 415-417 

occlusal, establishing, 1977:Apr., 276 

Vestibuloplasty, procedures of, 1977:Apr., 
234-235 

Vitality tests, in endodontic evaluation, 
1979:Oct., 504-505 

Von Frey’s hairs, in testing for nerve 
injury, 1979:July, 482 


WALLERIAN degeneration of nerves, 
following surgery for impactions, 
1979:July, 475 

Whitlow, herpetic, 1978:July, 495-497 
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Wisdom teeth, impacted, neurotmesis 
following removal of, 1979:July, 475, 
481 

Witness, expert, dentist as, 1977:Jan., 30 
medical-dental, 1977:Jan., 29 

Wound, puncture, in dental office, 
1978:July, 398-399 


XERORADIOGRAPHY, of larynx and trachea, 
1978 :Oct., 322 
in geriatric patients, 1977:Apr., 
410-411 
X-ray. See Radiography and Radiation. 


YIELD strength, ceramo-metal alloy, 
1977:Oct., 720-721 
of ceramic substructure, 1977 :Oct., 670 





